From: 

Clemmer, Jill (DPH) 

Sent: 

Friday, December 30, 2011 12:13 PM 

To: 

Salemi, Charles (DPH); O'Brien, Elisabeth (DPH); Rubin, Alan (DPH); Servizio, Paul 
(DPH); Jenner, Jennifer (DPH); KaneOl, Peter (DPH); Piro, Peter (DPH) 

Cc: 

Nassif, Julianne (DPH) 

Subject: 

3pm release 


There is an official 3pm release today (I was told by Dr. Han), in case you have not heard... Please inform your staff, and 
Happy New Year to you! 

Jill 
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